Those ragdolls don't really seem to work the way a normal human body works. In order to get Frohman's knees into the position they are in the comic I had to lift his ass about a foot off the ground and then jackknife his stomach to get his chest into the right position. My original plan was to have him sitting cross-legged, but that would have been impossible to accomplish. Also, in the last panel the flare was supposed to be falling as Frohman was running away, but the glare from it sort of blocked out the rest so it just looks like a ball of sparking light.